Jiangsu Yanfang Medical Technology Co., Ltd 


Jiangsu Yanfang Medical Technology Co., Ltd. is based in the 
protective gloves market. It is mainly engaged in the research 
and development, production and sales of high-quality nitrile 
gloves and other medical and industrial disposable protective 
gloves. The products are widely used in medical, food, 
electronics, catering, household, etc. Yanfang develops 
disposable protective gloves of various specifications to meet 
customers' requirements for glove performance, size, color, 


weight, length and other specifications. 


Powder Free Nitrile Examination Gloves 


Comfortable and soft 

Provides unprecedented soft and strong comtort during 
extended wear 

Textured Fingertps 

Delvers good grip 

300 Space Saver Pack 


Maximize storage space and efficiency 


ADDRESS 

Jiangsu Yanfang Medical Technology Co., Ltd. 

No. 16, Kaiyuan Road, Changjing Town, Jiangyin, Jiangsu 
Province, China 

E-MAIL 

Jiangsu Yanfang Medical Technology Co., Ltd. 
sales@yfnitrilegloves.com 

PHONE 

Jiangsu Yanfang Medical Technology Co., Ltd. 

+86-195 5190 0352 


